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WASHINGTON, OC. 2040t 


® 3 MAR 1981 


$-2012/0T-1 

10: Assistant Chief of Staff for Intelligence 
HQ, Department of the Army 
Washington, D.C. 20301 

SUBJECT: GRILL FLAME Prograin 


Reference: ACSI letter, 11 March 1981, Subject: GRILL FLAME Memorandum 
of Understanding (MOU). 


1. Enclosed GRILL FLAME Memorandum of Understanding has been rewritten 
to include additions recommended in referenced letter. 


2. Request Memorandum of Understanding be signed and returned to OIA. 


Enclosure 
MOU (S/NOFORN) 1 Cy 
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